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Mr. J. B. Curry 
Chief of Police 

\ 

Subjects Jack Ruby 


Sir: 


On October 24, 1903, I was stationed on the Jail Elevator, and was 
to operate it. ||was assigned by Sgt. M.O. Rogers, as it was 
felt this would enhance security. 

I had seen Jack Ruby around nine years ago, but I had never talked 
to him nor met him personally, while as an apprentice policeman, 
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working %he aistncx xnai *uc ~ — — - 

I did not see Jack Ruby in jthe basement, and I probably would not 

have recognized hin had I saw hia« 
j&UAr 

X did not witness the shooting of Oswald, but I was standing by 
with the elevator in the Jail Office. 


Respectfully submitted, 

/s^ / C. G. Lewis / 

C. G. Lewis, #1026 
Patrolman 

Dallas Police Department 
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